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Message Text 



CONFIDENTIAL 

PAGE 01 STATE 222027 

20 

ORIGIN LAB-06 

INFO OCT-01 EUR-25 IO-14 ISO-OO CIAE-00 COME-OO EB-11 

INR-10 NSAE-00 RSC-01 SIL-01 OIC-04 /073 R 

DRAFTED BY /LAB W : SHENDSCH 
APPROVED BY IO:RDMOREY 
LAB OR : D AVER Y 
EUR:DGOOTT(SUB) 

S/IL:TBOWIE 

087246 

R 100019Z NOV 73 
FM SECSTATE WASHDC 
TO AMEMBASSY ROME 
INFO USMISSION GENEVA 
USMISSION USUN NEW YORK 

CONFIDENTIAL STATE 222027 

E.O. 11652N/A 
TAGS: ILO, AORG 

SUBJECT: ILO - ELECTION OF DIRECTOR GENERAL 
REF: ROME 12249 

USG HAS MADE NO DECISION RE ELECTION OF DIRECTOR GENERAL AND 
IS NOT LIKELY TO DO SO UNTIL AFTER THE CURRENT ILO GB 
MEETING IN GENEVA ON THE GROUNDS THAT THERE HAS NOT BEEN 
SUFFICIENT TIME TO GIVE DUE CONSIDERATION TO THE IDENTIFI- 
CATION OF ALL CANDIDACIES. DECISION WILL BE MADE SOMETIME 
BEFORE FEBRUARY GOVERNING BODY MEETING. WILL BE GLAD TO 
ADVISE POST AT THAT TIME. RUSH 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 10 NOV 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: garlanwa 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973STATE222027 

Document Source: CORE 

Document Unique ID: 00 

Drafter: SHENDSCH 

Enclosure: DG ALTERED 

Executive Order: GS MOREY 

Errors: N/A 

Film Number: n/a 

From: STATE 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: linkl 973/newtext/tl 9731 142/aaaabeof. tel 

Line Count: 47 
Locator: TEXT ON-LINE 
Office: ORIGIN LAB 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: CONFIDENTIAL 

Previous Handling Restrictions: n/a 

Reference: ROME 12249 

Review Action: RELEASED, APPROVED 

Review Authority: garlanwa 

Review Comment: n/a 

Review Content Flags: 

Review Date: 17 SEP 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <17-Sep-2001 by kelleyw0>; APPROVED <06 MAR 2002 by garlanwa> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: ILO - ELECTION OF DIRECTOR GENERAL 
TAGS: AORG, ILO 
To: ROME 
Type: TE 
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